THE ST. ANTHONY 

SAN ANTONIO, TEXAS 
San Antonio's largest, completely and con¬ 
tinuously air conditioned hotel. Conveniently 
located downtown, overlooking beautiful Tra¬ 
vis Park. Garage in hotel. 
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